Hollywood Hotel Cottages and Restaurant 

FREDERICKSBURG, VA. 

• Modern, Steam - Heated, Sound-Proof Brick Cot¬ 
tages, with private bath in every room. Beauty Rest 
mattresses — PeasantType Swiss Furniture. 15 Acres of 
camp ground. Large Dining Room serving excellent 
food — Southern Fried Chicken and Italian Spaghetti. 
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VICTOR'S HOLLYWOOD HOTEL COTTAGES AND RESTAURANT 
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48 MILES SOUTH OF WASHINGTON, 4 MILES NORTH OF FREDERICKSBURG 
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